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DEPARTMENT OF THE AIR FORCE 

HEADQUARTERS UNITED STATES AIR FORCE 
WASHINGTON 25, D.C. 

OSA-38OO-65 

#1676 



subject: REPLY TO: 

Audit Liasion Office 
P. 0. Box 8155 

to: Southwest Station 

Washington, D. C. 

1 October 1965 


SUBJECT: Advisory Report of Final Audit of CPFF Contract 

General Dynamics Corporation 

Fort Worth, Texas 

Contract No. CS-1912, Task Orders 1 thru 14 Inclusive 
TO : Contracting Officer 

1. This is a final audit report for Contract No. CS-1912, 
Tasks 1 thru l4 inclusive. All of these tasks were completed prior 
to 31 December 1964. The auditors recommendations are set forth in 
summary form on Exhibit A. 

2. The contractor has not as yet submitted releases, 
property accountability statements, assignments and other data 
required under the contract for the subject task orders. The 
auditor's recommendations are subject to the receipt of such 
documents. 


3. A summary of the results of audit as detailed in 
Exhibit A are as follows: 

Per Contractors Auditors Recommendations 
Records Approved Disapproved 

Costs 

Fee 

Total 


STATINTL 
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The above recommendations are subject to the comment set forth in Note 
(1) of Exhibit A. 

4. Allowable costs were determined in accordance with Part 2 , 
Section XV, ASFR and other terms of the contract. 

5. There were no unclaimed wages, unclaimed deposits or known 
potential refunds or credits. 


-WILLIAM P. EDWARDS 

/ Audit General Representative (APL) 
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